DOCUMENT RESUME 



EO 328 246 



IR 053 403 



AUTHOR 
TITLE 

INSTITUTION 



PUB DATE 
NOTE 
PUB TYPE 



Churchviller Lida Hollandr Comp.; Hale, Catherine, 
Comp. 

Disaster Planning. ALIC Bibliography 1990-1. 

National Archives and Records Service (GSA) , 

Washington, DC. Archives Library Inforration 

Center. 

Jul 90 

23p. 

Reference Materials - Bibliographies (131) 



EDRS PRICE MFOl/PCOl Plus Postage. 

DESCRIPTORS ^Archives; ^Emergency Programs; Guidelines? 

Information Storage; Library Facilities; Library 
Guides; ^Library Materiaas; ^Museums; Natural 
Disasters; Nonprint Media; Preservation; Reference 
Materiails; Resource Materials 



ABSTRACT 

The 228 titles in this bibliography on disaster 
planninq focus on disaster recovery measures, disaster preparedness, 
cind/or preventive measures for museums, librciries, and archives. The 
journal articles and reports listed include guidelines and manuals as 
well as descriptions of programs and/or products having to do with 
the prevention or repairing of damage caused by some type of natural 
or man-made disaster. Listed alphabetically by author, each entry 
includes information on the journal in which the article appeared or 
the publisher of the report, the date of publication, and number of 
pages. An alphabetical author-sponsor index to the disaster plainning 
bibliography is also provided. (MAE) 



* Reproductions supplied by EDRS are the best that can be made 

* from the original document. 



ARCHIVES 
LIBRARY 
INFORMATION 
CENTER 



U.S. DCMMTMCMT Qf C0UCAT1ON 
Oftc* 0( CeuCftbOOftl Rmmtcti and impr(>«mc<it 

EDUCATIONAL BESOU«CES INFORMAHQN 

CENTER (ERIQ 
Vth* *>CMi««nt hM b««n f«pr«>uCid W 
f r«c»v«d from tt* p«c»oo or <x9»niM!K)« 

O MifW ct»v»9W htvt b««n m«<>» lo •mo'Owe 
r«pfOduCt»on Qo»»«ty 

• Poifit»0»vitwOfOi)in»on»$t»tt<jM'|hi»dOCw 
m«fi| do nol n#cts»»nly WW*"! 
OEBI pO»»ton CK pofccy 



Nauorial Arciuve* June Re: 
Washington. DC 20408 

202- 501-5423 



ARCHIVES LIBRARY INFORMATION CENTER BIBLIOGRAPHIES 



DI8ASTSR PLAMViaO 



ALIC BIBLIOGRAPHY 1990 -1 
JULY 1990 

COMPILED BY: LIDA HOLLAND CHURCHVILLE 
AND CATHERINE HALE 



BEST COPY AVAILABLE 



•'PEHMISSION TO REPRODUCE THIS 
MATERIAL HAS BEEN GRANTED BY 

Lida Churchville 



TO THE EDUCATIONAL RESOURCES 
INFORMATION CENTER (ERIC)." 



Disaster planning bibliography 



1. Akemann, Sandra P. Disas-er recovery: the starting point. 

Contingency Journal 1, no. 1 { November 1989): 6-8. 

2. Ambler, George H. Wat-r daaaged files, papers and records: 

what to do about the«. Royal Oak, MI: Document 
Reclamation Service, 1963. 

3. Anderson, Hazel and John E. Mclntyre. Planning aanual for 

disaster control in Scottish libraries k record offices. 
Edinburgh: National Library of Scotland, 1985. 

4. Anticipating natural disasters. In Guidelines for 

automatic data processing, physical security and risk 
■anagenent. Federal information processing standards 
publication; FIPS PUB 31. Gaithersburg : National Bureau of 
Standards, distributed by NTIS, 1974. 

5. Aubitz, Shawn and Zoriana Siokalo. Disaster preparedness: a 

resource guide and aanual. [Philadelphia]: Museum Council 
of Philadelphia and the Delaware Valley, 1989. 

6. Audio preservation: a planning study. Rockville, MD: 

Association for Recorded Sound Collections, Associated 
Audio Archives Committee of the Association, 1988. 

7. Axelrod, C. Warren. Security during system recovery and 

repair. Journal of Information Systeits Management 7, 

no.KWinter 1990): 42-47. 

8. Baer, Norbert and Jane Slate Siena. Conservation I: disaster 

planning initiatives. International Journal of Museum 
Management and Curatorship (Great Britain) 8, no.l(March 
1989) . 

9. Baker, Richard C. Ark building workshop for Worcester 

librarians. Conservation Administration News 21(April 
1985): 1-2, 19-21. 

10. Balon, Brett J. and H. Wayne Gardner. Disaster contingency 

planning: the basic elements. Records Management 

Quarterly 21, no. 1 (January 1987): 14-16. 

11. Balon, Brett J. and H. Wayne Gardner. "It'll never happen 

here": disaster contingency planning in Canadian urban 
municipalities. Records Management Quarterly 20, 

no.3(Jiily 1986): 26-28. 

12. Banks, Elizabeth S, Recovery measures for flooded archival 

materials iacluding photographs at the Frederick Law 
Olmstead National Historic Site. Book *nd Paper Group 
Annual 5(1986): 159-166. 



ERIC 



13. Barton, John P. and Johanna G. Wellheiser. An ounce of 

prevention: a handbook on disaster contingency planning for 
archives, libraries and records centres • Toronto: Toronto 
Area Archivists Group Education Foundation, 1985. 192 pp. 
(Accompanied by Pr o ceedings of an ounce qX prevention ) . 

14. Bautsch, Gail L. Blount. What you don't know can hurt 

you. Records Management Quarterly 20, no. 4 (October 
1986): 20-22, 24. 

15. Beatley, Timothy, David J. Brower and David R. Godschalk. 

Annotated bibliography of hurricane hazard mitigation 
sources. Chapel Hill: Center for Urban and Regional 
Studies, 1985. 

IS. Beers, R. J. High expansion foam fire control for records 
storage. Fire Technology 2, no. 2 (May 1966): 108-117. 

17. Berke, Philip. Hurricane hazard litigation: how are we 

doing? Natural Hazards Observer 11, no.5(May 1987): 
1-2. 

18. Black, Douglas. Fire prevention, security, and safety: 

building it in. Security Management 21, no. 2 (May 
1977): 39, 41-42. 

19. Bohem, Hilda. Conservation, safety, security, and disaster 

considerations in designing new or renovated library 
facilities at Cornell University libraries. Library 
Journal llO(August 1985): 71. 

20. Bohem, Hilda. Disaster prevention and disaster 

preparedness. Berkeley: Library Plans and Policies, 
University of California, 1978. 23 pp. 

21. Bohem, Hilda. The second law of disasters or, why is it 

that pipes always burst on Sunday? Conservation 
Adminstration News No. 2(September 1979): 3. 

22. Bolt, Bruce A. Earthquakes: a primer. San Francisco: W.H. 

Freeman and Conpany, 1978. 

23. Bookman, Harvey. Fourth generation computers: first 

generation sscurity. Contingency Journal 1, 
no. 1( November 1989): 26-31. 

24. Boutros, David, M. Gillespie and Sharron Uhler. A disaster 

planning manual for Eastern Kansas and Western Missouri: a 
bibliography and checklist for archives, libraries, 
manuscript collections, and museums. Kansas City: Kansas 
City Area Archvists Publications Committee, 1983. 

25. Brady, Eileen E. and John F. Guido. When is a disaster not 

a disaster? Library k Archival Security 8, no.3- 
4(Fall-Winter 1988): 11-23. 



ERLC 



4 



26. Brooks, Connie. Cooperative and regional disaster 

preparedness. The Book and Paper Group Annual 

5(1986): 139-145. 

27. Brooks, Connie. NYS Disaster Preparedness Project. 

Conservation Administration News No. 36( January 1989): 
20. 

28. Brown, Hyacinth. Disaster planning in Jamaica: safeguarding 

docuaents and vital data. Jamaica: Jamaica Library 
Association, 1989. 46 pp. 

29. Buchanan, Sally. Disaster: prevention, preparedness and 

action. Library Trends 30, no.2(Fall 1981): 241-252. 
ERIC EJ285624. 

^0. Buchanan, Sally A. and Toby Murray. Disaster planning, 
preparedness and recovery for libraries and archives. 
RAMP study PGI-88\WS\6 ED 297-769. Paris: Unesco, 1988. vi 
187 pp. 

31. Bugbee, Percy. Principles of fire protection. Boston: 

National Fire Prote '".ion Association, 1978. 

32. Bulgawicz, Susan L. and Charles E. Nolan. Disaster 

prevention and recovery: a planned approach. Prairie 
Village, KS: Association of Records Managers and 
Administrators, 1988. 79 pp. 

33. Burgess, Dean. The library has blown up! The "turn of the 

screwdriver"; or, in any disaster there is some bad news 
and some good news. Library Journal 114, 
no. 16 (October 1, 1989): 59-63. 

34. Burke, Robert B. and Sam Adeloye. A manual of basic museum 

security. Leicester, Great Britain: International 
Committee in Museum Security, 1986. 

35. Butcher-Younghans and Gretchen E. Anderson. A holistic 

approach to museum pest managment. History News 45, 
no.3(May-Ju .e, 1990): 8 page insert. (AASLH Technical 
Leaflet) . 

36. Butler, Randall. A disaster primer. 3CA Newaletter 

(Society 6f California Archivists) 57(June 1988): 8-9. 

37. Butler, Randall. On track to disaster plakming and 

recovery. Conservation Administration News 35 (October 
1988): 12. 

38. Butler, Randall and Sheryl Davis. lELDRN stages disaster 

recovery workshop. Conservation Administration News 

40(January 1990): 1-3. 



ERIC 



5 



39. The California earthquake. Abbey Newsletter 13, 

no.7(November 1989): 113-114, 116. 

40. Campbell » Barbara. Rare government documents: 

identification and protection. Conservation 
Administration News 42(July 1990): 10-11. 

41. Car hart, H. W., J. T- Leonard, P. J. DiNenno, M. D. 

Starchville and E. W. Forssell. Tests of Halon 1301 test 
gas simulants. NTIS AD-A207 346/8/XAB. Washington and 
Whcaton, MD: Naval Research Lab. in collaboration with 
Hughes Associates, 1989. 80 pp. (Interim report, January 
1987-May 1988) . 

42. Carlisle, Van G. Avoiding electronic media disasters. 

Records Management Quarterly 20, no. 1( January 1986): 
42-43. 

43. Chapman > Patricia. Guidelines on prenervation and 

conservation policies in the archives and libraries 
heritage. RAMP study PGI-90\WS\7. Paris: Unesco, 1990. 

44. Chartrand* Robert Lee. Emergency management. Special 

Libraries 78( Spring 1987): 73-135. 

45. Cherniack, Martin. The documentation of Jisasters - Hawk's 

Nest. In Constitutional issues and archives, edited 
by Mary Boccaccio, 29-36. [Washington]: Mid-Atlantic 
Regional Archives Conference, 1988. (A collection of essays 
from the Fall 1987 meeting of the Mid-Atlantic Regional 
Archives Conference). 

46. Chicarello, Peter. Fire tests in mobile storage systems for 

archival storage. GRAI8009. Norwood: Factory Mutual 
Research, X978. 

4''. Chiles, Rosa Pendleton. Testimony. In Hearings on S. 

5179, a bill directing the Secretary of the Treasury to 
prepare designs and estimates for and report the cost of a 
National Archive building in the District of Columbia. 
Congress. Senate. Committee on Public Buildings and 
Grounds, 21-23. 62ud Cong., 2d sess., 1912. Hearing, March 
1, 1912. Washington, DC: GPO, 1912. 

48. Christopher^ Lynn. BTSD Preconference on Disaster 

Preparedness. Conservation Adainistration News 

35(October 1988): 15-16. 

49. Clark, Susie. Preservation of herbarium specimens: an 

archive conservator's approach. Library Conservation 
News (UK) 19(April 1988): 4-6. 

50. Coleman, Paul. The First Interstate fire: plan, preparation 

and activation. Contingency Journal 1, no. 2( April- 
June 1990): 16-19. 



ERLC 



51. Congress. House. Government Operations Committee. National 

Archives and Records Service fil«-vault fire at Suitland. 
Md.: hearings before Governaent Information and Individual 
Rights subco«mittee. 96th Cong., 1st Sess . , Hearings, 
June 19 and 21, 1979. Washington, DC: GPO, 1979. 

52. Congress. House. Government Operations Committee. National 

Archives and Records Service fil«-vault fire, Suitland, 
Maryland, December 7, 1978. 96th Cong., 1st Sess., 1979. 
House Report 96-574. Washington, DC: GPO, 1979. 38 pp. 

53. Congress. Senate. Public Buildings and Grounds. Message 

from the President of the United States transmitting a 
letter from the Secretary of War of the 15th instant ... 
setting forth the necessity for the construction « ^^J^*' 
proof building for the storage of public records. 48th 
Cong., 1st Sess., December 19, 1883. S. Exec. Doc. 11. 
Serial 2162. Washington: GPO, 1884. 

54 Conservation of library materials. Illinois Libraries 

54. C^J^^'^ll'^J^o^^^ber 1985): 643-770. ERIC EJ327026. 

55. Contingency Journal 1 -(January-March 1990 -) . {A new 

publication on disaster planning). 

56. Corbett, Dennis F. Halon 1301: a fire suppressant that 

respects rare books. Harvard Magazine 78, no. 9 (May 
1976): 12. 

57. Crespo, Carmen and Vicente Vinas. The Preservation and 

restoration of paper records and books. RAMP study Pbl- 
84\WS\25. Paris: Unesco, 1984. vi, 115 pp. 

58. Cunningham, J. K. H. The protection of records and 

documents against fire. Journal of the Society of 
Archivists 8(1968): 411-417. 

59. Daily, Jess. The care and handling of ^•"rdous nitrate 

film at UCLA's unique projection facilities. SMPTB 
Journal 99, no.6(June 1990): 453-456. ^•P^'^ ' T^* _ 
(Presented at the 130th SMPTE Technical Conference in New 
York City on October 15, 1988). 

60. Damant, G. New concern for ^he fl.-;|u;bility of hnilding 

contents. Interior Design 57(November 1986). 97. 

CI n—nntf Pamela Preservation planning program: resource 

°*;iiSb;ok! IrJ^OMS s"d?es SS02 ERIC ED282561. Washington: 
A^s^Satlon of Research Libraries, Office of Management 
Studies, 1987. NEH grant. (Accompanied by a self -study 
manual, ARL-OMS SSOl). 



ERIC 



7 



62. Darling, Pamela and Duane Webster. Preservation planning 

program: an assisted self-study aanual for libraries. 
ABL-OMS studies SSOl ERIC ED282560. Washington: Association 
of Research Libriares, Office of Management Studies, 1987. 
168 pp. (Accompanied by a resource notebook (ARL-OMS 
studies no. SS02) . 

63. Depew, John N. A statewide disaster preparedness and 

recovery program for Florida libraries. Conservation 
Administration News 33( April 1988): 6, 13. 

64. DePew, John N. Statewide disaster preparedness and recovery 

program for Florida libraries. Occasional paper no. 185. 
Champaign: University of Illinois Graduate School of 
Library and Information Science, 1989. 51 pp. 

65. DePew, John N. Statewide disaster preparedness and recovery 

program for Florida libraries: an update. Cop^ ervation 
Administration News No. 37( April 1989): 6-7. 

66. DeWhitt, Benjamin L. Long-term preservation of data on 

computer magnetic media, part I. Conservation 
Administration News , no. No. 29 (April 1987): 7, 19, 28. 

67. DeWhitt, Benjamin L. Long-term preservation of data on 

computer magnetic media, part II. Conservation 
Administration News , no. No. 30 (July 1987): 4, 24. 

68. Diamond, Peter F. and Guy Petherbridge . Fire protection in 

the laboratory/workshop. Paper Conservator 5-6(1980- 
1981): 21-27. 

69. Directory of national and international schools, 

institutions, and agencies providing training in disaster 
management. Geneva: United Nations Disaster Relief 
Organization, 1986. 

70. Disaster action plan. Loma Linda, CA: Loma Linda 

University, Del E. Webb Memorial Library, Disaster 
Prevention Committee, 1987. 92 pp. 

71. Disaster plan workbook. New fork: New York University 

Libraries, 1984. 

72. Disaster planning. Technology and Conservation 8, 

no.2(Summer 1983): 18, 

73. Disaster planning kit. Andover, MA: Northeast Document 

Conservation Center, 1982. 

74. Disaster preparedness planning resource packet. Albany: 

New York State Library, Conservation and Preservation 
Program Office, [19901. 



ERLC 



8 



75. Disaster prevention and recovery. Records & Retrieval 

Report 1, no. 3 (March 1985): 37-48. 

76. Disaster prevention and recovery. SLA Information Kit. 

Washington: Special Libraries .Association, 1989. 

77. Dixon, Debra. Information salvage: the tobacco 

connection. Records Management Quarterly 22, 
no.KJanuary 1988): 15-17, 132. 

78. Donaldson, Richard C. Protecting business from disaster. 

Records Manageaent Quarterly 17, no.KJanuary 1983): 
33-42. 

79. Drewes, Jeanne. Coaputers: planning for disaster. Law 

Library Journal 81, no. 103(1989): 103-116. 

80. Dunn, Joy. Cain before the stor« (Hurricane Hugo). 

History News 45, no . 1 ( January-February 1990): 22-24. 

81. Dyer, Victor.- After the deluge, what next? A disaster 

planning workshop. Public Libraries 26, no. 1( Spring 
1987): 13-15. ERIC EJ354341. 

82. Eagleman, J. R. Thunderstorms, tornadoes and building 

daaage. Lexington, MA: D.C. Heath Company, 1985. 

83. Ebert, Charles H. V. Disasters: violence of nature and 

threats by nan. Dubuque: Kendall-Hunt, 1988. 256 pp. 

84. Effects of a nuclear explosion on records and records 

storage equipment. Washington: Atomic Energy Commission, 
Civil Effects Test Group, 1958. 

85. Emergency preparedness glossary. Ottawa: Government 

Publishing Centre. for the Secretary of State of Canada, 
1988. 

86. England, Claire and Karen Evans. Disaster management for 

libraries: planning and process. Ottawa: Canadian Library 
Association, 1988. xi , 207 pp. 

87. Eulenburg, Julia Niebuhr. Handbook for the recovery of 

water damaged business records. Prairie Village, KS: 
ARMA, 1986. 

88. Fire damage at the Military Personnel Records Center and 

fire protection at other GSA records centers. In 
Protecting Federal records centers and archives from 

fire, 51-84. Washington: General Services Administration, 
1977 April. (Reprint of Comptroller General report B- 
125617, October 9, 1974). 



ERIC 



9 



89. Fire extinguishing agents ^ January 1970-September 1989 

(Citations fro« the Compendex Database). NTIS PB89- 
1415006. Springfield, VA: National Technical Information 
Service* 1989. 74 pp. 

90. Fire tests in Dobile storage systems for archival 

storage. Norwoodi MA: Factory Mutual Research* 1978. 
(Prepared for General Services Administration* Public 
Buildings Service) . 

91. Fire tests on mobile shelving (National Archives). 

Colorado Archivist 7, no. 1 (Winter 1990): 6. 

92. Flink, James and Henrik Hoyer. Conservation of water- 

damaged written documents by freeze-drying. Nature 

234(December 17, 1971) . 

93. Flood* R. Kevin. The new kid on the block. ERIC ED 

129237/. 1976. (Paper on the National Audiovisual Center 
presented at the the American Library Association's 95th 
Annual Conference, Chicago, IL, July 1976). 

94. Fluman, Albert H. Emergency planning: will your plan meet 

the test? Emergency Management Quarterly (1st Quarter 
1987): 5. 

95. For tson- Jones, Judith. How to develop a disaster plan for 

books and records repositories. History News 38, 

no.5(May 1983) : 30-31. 

96. For tson- Jones , Judith. Manuals for records/paper 

preservation and disaster planning* Lincoln: Nebraska 
State Historfcal Society, 1981. 20 pp. 

97. Gaskins, Paulette E. and Catherine D. Scott « Disasters and 

disaster planning: earthquakeSt firesi floods* and other 
disasters in cultural institutions • Washington: 
Smithsonian Institution Libraries, Museum Reference Center, 
1987. 

98. Gay lord, Brian. CommunAcating in a crisis situation. 

Contingency Journal 1, no. 2 (April- June 1990): 62-63. 

99. George, Susan 0. and Cheryl T. Naslund. Library disasters: 

a learning experience* College k Research Libraries 
News 47, no.4(April 1986): 251-257. 

100. Goonan, T. E. A report on a visit to the Military 

Personnel Records Center, St. Louis, Missouri » October 24- 
25, 1972. In Protecting Federal records centers and 
archives from fire, 46-50. Washington: General Services 
Administration, 1977 April. (Appendix E). 

101. Government fire risk. Evening Star (Washington, DC) 

(March 29, 1916). 



19 



102. Griffith, J. W. After the disaster: rentoring library 

service. Wilson Library Bulletin 58, no . 4 ( December 
1983): 258-265. ERIC EJ293506. 

103. Guidelines for disaster recovery of records. Raleigh: 

Association of Records Managers and Administrators, 1988. 

104. Harvey, Bruce. Fire hazards in libraries. Library 

Security Newsletter (1975). (Six-part series appearing in 
issues from January 1975 to November-December 1975). 

105. Heller, Barbara. Disaster planning. Michigan 

Alliance 1, no.2(Winter 1990): 6-7. 

106. Henricks, Klaus B. and Brian Lesser. Disaster preparedness 

and recovery: photographic aaterials. American 

Archivist 46, no.KWinter 1983): 52-68. 

107. Herman, L. Paul. Fire protection systeu must be properly 

designed, installed, and maintained. Plant 
Engineering. 42, no.8(May 1988): 99, 101. 

108. Huffman, J. L. Disaster mitigation and government 

liability. Natural Hazards Observer 9, no.5(May 
1985): 1-2. 

109. Hunter, John E. Emergency preparedness for museums, 

historic sites and archives: an annotated bibliography. 

S.I.: National Park Service, 1978. 

110. Hurricane Hugo puts disaster plans to test. Abbey 

Newsletter 13, no. 7 (November 1989): 113-114. 

111. Hyder, M. L. Effect of Halon fire extinguishing agent on 

activated carbon. NTIS DE89002462\XAB/ . Washington: 
Department of Energy. 1985. 5 pp. 

112. If disaster strikes!: the preparation of contingency plans 

and salvage procedures. London: British Library, National 
Preservation Office, 1988. VHS video. 

113. Imperiled archives. Kew York Times editorial 

(February 13. 1922) . 

114. Information purmuit: promoting a better understanding of 

information and records management. St. Paul: State of 
Minnesota, Department of Administration, Data and Records 
Managnent Division, 1985. 89 pp. 

115. Jeffe, M. S. Reducing earthquakes risks: a planner's 

guide. Chicago: American Planning Association, 1981. 

116. Jewish archives destroyed (National Orthodox Jewish 

Archives). AB Bookmmn's Weekly 81(June 20, 1988): 
2632. 

O 1 ^ 

ERIC 



117. Johnson, A. K. , Jr. A guide for the selection and 

developnent of local governaent records storage 
facilities. NAGARA Local Government Records Technical 
Publication series no. 1. (Lexington, KY] : National 
Association of Government Archives and Records 
Administrators, 1989. 

118. Jordan, Gene. Recovery begins before the disaster 

occurs. Emergency Management Quarterly (2nd Quarter, 
1988): 7. 

119. Jos 1 in, Thomas R. Contingency/emergency management: an old 

profession. Contingency Journal 1, no. 2( \pril-June 
1990): 46-47. 

120. Kador, John. Living Disaster Recovery Planning System: 

LDBPS ensures against points of no return. Contingency 
Journal 1, no. 1 (November 1989): 37-40. 

121. Kaebnick, Gregory E. Slow fires: a national NKH- funded 

microfilming program seeks to rescue civilisation. 
Inform 3, no. ll-l2(November-December 1989): 12-14. 

122. Kalis. David. $7.9 million: restoration costs after the 

fire is out. Occupation Hasards (1974 June): 60-62. 

123. Karl, Gretchen. LAPNet 2: earthquake preparedness 

workshop. Conservation Administration N«»'«/2(July 

1990): 12-14. (Los Angeles Preservation Network (LAPNet) 
disaster preparedness workshop, November 9, 1989, 
California Institute of Technology). 

124. Kemp, Toby. Bibliography on disasters, disaster 

preparedness, and disaster recovery. Conservation 
Administration News no. iKOctober 1982): 11-13. 

125. Kemp, Toby. Bibliography on disaster, disaster 

preparedness, and disaster recovery. Technology and 
Conservation 8, no.2(Summer 1983): 18*. (Later works by 
this author can be found under the name Toby Murray). 

126. Knowledge enginsering approach to data centers disaster 

backup-recovery planning. In Decision Support and 
Knowledge-Basad Sjateas Track, 241-248. North Hollywood, 
OA: Western Periodicals, 1989. Vol. Vol. 3. (Proceedings 
of the Twenty-Second Annual Hawaii International Conference 
on System Sciences, Kallua-Kona, H»waii, January 3-6, 
1989). 

127. Land grant records that survived a great fire: an 

inventory of early California historical material 
transferred to the National Archives, Washington, D.C. by 
the Office of the Engineer at Olondale, California. 
Historical Society of Southern California Quarterly 
28(March 1944): 28-44. 



ERIC 



U 



128. Linton, J, E. Managers must wake up to records 

management. Modern Offices (Australia) 8(September 

1988) : 11. 

129. Logan^ Kevin. Documentation Newsletter 15, no.KSpring 

1989) : 

130. Logan, Kevin. Preserving the past for the future. 

Documentation newsletter 15, no.KSpring 1989): 5-15. 

131. Lowry, Maynard and Philip M. 0*Brien. Rubble with a cause: 

earthquake preparedness in California. College k 
Research Libraries News 51, no.3(March 1990): 192-197. 

132. Manual for fire protection for archives and records 

centers. NFPA 232AM. Quincy, MA: National Fire Protection 
Association, 1986 . 

133. Marcoux, Yves. Disaster planning: introductory readings. 

CCIDA Bibliographies 15. Ottawa: National Archives Library, 
Canadian Centre for Information and Documentation on 
Archives, 1990. 1 p. 

134. Martin, Larry R. G. and Gilbert Lafond, eds. Risk 

assessment and management: emergency planning 

perspectives. Waterloo: University of Waterloo Press, 
1988. 

135. McCleary, John M. La lyophilisation appliquSe au sauvetage 

des livres et documents endommag^s par I'eau (Vacuum 
f reeze-drying, a method used to salvage water-damaged 
archival and library materials). RAMP study PGI-87/WS/7. 
Paris: Unesco, 1988. 

136. McCrady, Ellen. The Archives fire: follow-up, correction, 

commentary. Abbey, Newsletter 3, no. 1(1979): 1. 

137. Mclntyre, J. E. Action planning for disaster. Refer 

(UK) 5, no.4(Summer 1989): 1-7. (Information Sciences 
Group, Library Association). 

138. MDC salvaging burned veterans' records. McDonnel 

Douglas Spirit 3(1973 September): 1-2. 

139. Menkus, B.It*s time to rethink data processing fire 

protection. Computer Security (Great Britain) 8, 

no.5(August 1989): 389-394. 

140. Miller, How&zd W. Electronic vaulting. Contingency 

Journal 1, no. 1 (November 1989): 10-17. 

141. Miller, R. Bruce. Contingency planning resources. 

Information Technology and Libraries 9, no. 2( June 
1990): 179-180. 

ERiC 



142. Miller, R. Bruce. Libraries and computers: disaster 

prevention and recovery. Information Technology anri 
Libraries 7, no.4(December 1988): 349-358. 

143. Miller, Randall C. Your legal liability in a data 

processing disaster. Contingency Journal i, 
no.HNovember 1989): 18-25. 

144. Moon, Myra Jo. A report on the Colorado disaster 

prevention and preparedness workshop. Colorado 
Libraries 7, no . 3 { September 1981): 39-44. 

145. Morin, J. M. Practical experience with automatic fire 

extinguishers (HALON 1301 and CO/ sub 2) in a computer 
centre. In Securicom 84: 2nd Worldwide Congress on 
Computer and Communications Security and Protection, 7 3- 
80. Paris: SEDEP, 1984. (Conference papers). 

146. Morrelli. Nancy. Fire and flood at Concordia University 

archives, January 1982. Archivaria 17 (Winter 1983- 
1984): 266-274. 

147. Morris, J. Los Angeles library fire - learning the hard 

way. Canadian Library Journal 44, no.4(August 1987). 
217-221. 

148. Morris, John. Fire protection in the library. The 

Construction Specifier 42, no. 10(0ctober 1989): 133-141. 

149. Morris, John. The library disamter preparedness 

handbook. Chicago: American Library Association, 198b. 
vii, 129 pp. 

150. Morris, John. Managing the library fire risk. Berkeley, 

CA: John Morris, 1979. 

151. Motylewski, Karen. What an institution can do to survey 

its own conservation needs. Andover, MA: Northeast 
Document Conservation Center, 1989. (This guide will be 
published in the New York Library Association s 
Prgaervation style manual . in press 1989). 

15 2. Murphy, William T. Mmtional program for the preservation 
of American newmreela. In National Archives and Records 
Service fil«-vault fire at Suitland, Md.: hearings before 
Government Inforsation and Individual Rights subcomBittee 
Congress. House. Committee on Government Operations, 
Appendix 409-437. 96th Cong., 1st sess., 1979. Hearings, 
June 19 and 21, 1979. Washington, DC: GPO, 1979. (Paper 
prepared for American Film Institute, September 1978). 

153. Murray, Toby. Basic guidelines for disaster planning in 

Oklahoma. Oklahoma City: Oklahoma Conservatior. Congress, 
1990. 25 pp. 



ERIC 



* 154. Murray, Toby. Bibliography on disaster, disaster 

preparedness and disaster recovery. Oklahoma City: 
Oklahoma Conservation Congress, 1990. 59 pp. 

155. Murray, Toby. Don't get caught with your plans down. 

Records Management Quarterly 21, no.2(April 1987): 12- 
14, 16-24, 26-30, 41. 

156. Murray, Toby. Flood recovery in Tulsa. Illinois 

Libraries 67, no.8(0ctober 1985): 717-719. (Originally 
appeared in Conservation Administration News, no. 22: 4-5, 
20) . 

157. Murray, Toby. 0-DRAT! Oklahoaa Disaster Recovery 

Assistance Team. Conservation Administration News no. 

37(April 1989) : 4-5, 29. 

158. Murray, Toby. Planning for the unexpected. Muse News 

(Oklahoma Museum Association Newsletter) 17, no. 2( April 
1987): 2-3. 

159. Murray, Toby. Preservation disaster planning. 

Conservator 11(1987): 87-94. 

160 Myers, James N. and Denise D. Bedford, eds. Disasters: 

prevention and coping. Stanford, CA: Stanford University 
Libraries, 1981. (Conference proceedings, 21-22 May, 1980). 

161. Neal, David N. Disaster research: fact and fiction. 

Contingency Journal 1, no. 2 (April- June 1990): 60-61. 

162. Nelson, Harold E. Fire protection for archives and records 

centers. Records Management Quarterly 2(1968 
January): 19-23. 

163. O'Connor, Patrick V. Debris removal: planning for the high 

cost of post-emergency cleanup. Emergency Management 
Quarterly (2nd Quarter 1987): 2-3. 

164. Orlovich, Peter. The destruction of public records in the 

Garden Palace fire of 1««2. In Australian library 
history in context. Sydney: University of New South Wales 
School of Librarianship, 1988. 145 pp. (Papers for the 
Third Forum on Australian Library History, University of 
New South -Wales, 17 and 18 July 1987). 

165. An ounce of prevention: a handbook on disaster contingency 

planning for archivies, libraries and records centres. 

Toronto: Toronto Area Archivists Group Education 
Foundation, X985. 192 pp. (Awarded the Waldo G. Lcland 
award from the Society of American Archivists). 



ERIC 



15 



166. Our memory at risk: preserving New York's unique research 

resources: a report and recoMendations to the citizens of 
New York. Albany: New York State Education Department, 
1988. viii, 56 pp. NEH grant. (A preliminary draft of this 
paper was presented at the New York Statewide Preservation 
Conference, Albany, NY, May 15, 1986). 

167. Parker, A. E. The f reeze-drying process: some 

conclusions. Library Conservation News No. 23( April 
1989): 4-6, 8. 

168. Pence, Cheryl. Preservation in Illinois: activities and 

plans. Illinois Libraries 72, no. 1( January 1990): 69- 
71. 

169. Penn, Ira A., Anne Morddel, Gail Pennix and Kelvin Smith. 

Records Management handbook. Aldershot, Hants, England 
and Brookfield, VT: Gower Publishing, 1989. xii, 249 pp. 

170. Peterka, L. Emergency planning: how can we do better next 

time? Emergency Management Quarterly (1st Quarter 
1987): 7-8. 

171. Planning for disaster manageitent. CCI Notes (Canadian 

Conservation Institute) 14, no. 1-3 (May 1988). 

172. Price, Bennett J. Computer room fire protection. 

Library Hi Tech 8, no. 143-56( 1990) . 

173. Price, Robin. Preparing for disaster. Society of 

Archivists Journal 7, no. 3( April 1983): 167-172. 

174. Proceedings of An Ounce of Prevention: a Symposium on 

Disaster Contingency Planning for Informational Managers in 
Archives, Libraries and Records Centres t Toronto, March 7 
and 8, 1985. Toronto, Ontario: Toronto Area Archivists 
Group Education Foundation, 1985. 191 pp. (A companion 
handbook, o^^ce at prevention: a hftndbPOK fill digftgter 
contingency planning Ifitt archives, librftri?g ftOSl r^gQrds 
centres was the recipient of the Waldo G. Leland Award from 
the Sociey of American Archivists). 

175. Protecting federal records centers and archives from 

fire. Washington: General Services Administration, 1977. 
202 pp. (Report of the General Services Administration 
Advisory Committee on the Protection of Archives and 
Records Centers). 

176. The protection of records. NFPA 232. Quincy, MA: 

National Fire Protection Association, 1984. 

177. Records Center blaze. St. Louis Post-Dispatch (1973, 

July 12) : lA, 5A. 



ERIC 



178 • Reducing losses in high risk flood areas: a guidebook for 
local officials* Washington: Federal Emergency Management 
Agency, 1987. 

179* Reducing the risks of nonstructural earthquake damage: a 
practical guide. Oakland: Bay Area Regional Earthquake 
Preparedness Project, 1985. 

180. Reitherman, Robert. Earthquake vulnerabilities of 

shelving, s.l.: Typescript, 1989. (Paper given at Los 
Angeles Preservation Network (LAPNet) Workshop, California 
Institute of Technology, November 9, 1989). 

181. Report of the Ad Hoc Committee to Investigate the Fire, 

Dec. 7, 1978, Suitland, Md. In National Archives and 
Records Service fila-vault fire at Suitland, Md.: hearings 
before Govern«ent Information and Individual Rights 
Subconittee Congress. House. Committee on Government 
Operations, Appendix 195-311. 96th Cong., 1st sess., 1979. 
Hearings, June 19 and 21, 1979. Washington, DC: GPO, 1979. 
IGSA report) . 

182. Report on Archives II mobile high density shelving fire 

protection system. File NC1218 Project 89NK18506. 
Northbrook, IL and Washington: Underwriters Laboratories, 
Inc. for Hellmuth, Obata 4 Kassabaum/Ellerbe Becket, 1989. 
(UL Fire Test report of November 30, 1989 accompanied by a 
summary memo of January 10, 1990, "Archives 11^ • fire 
protection input to stack system specification"). 

183. Rhoads, James B. Statement. In National Archives and 

Records Service film-vault fire at Suitland, Md. : hearings 
before Government Informatior and Individual Rights 
subcommittee Congress. House. Committee on Government 
Operations, 45-102; 438-468. 96th Cong., 1st sess., 1979- 
Hearings, June 19. and 21, 1979. Washington, DC: GPO, 1979. 

184. Rhodes, Barbara J. Hell 4 highwater: a disaster 

information sourcebook. METRO miscellaneous publication 
no. 35. New York: Metro, New York Metropolitan Reference 
and Research Library Agency, 1988. 58 pp. 

185* Risk assesammnt, managment, communication: a guide to 
elect sourcoB* Washington: Environmental Protection 
Agency, 1987. 

186. RLG preservation manual. Stanford, CT: Research Library 

Group, 1983. 

187. Russell, Ann. Introduction to disaster planning and 

recovery. The Book and Paper Group Annual 5(1986): 
129-138. 



17 



188. San Francisco Branch: National Archives field branches. 

In The Archives: a guide to the National Archives field 
branches, 34-36- Salt Lake City: Ancestry, 1988. 

189. Sautter, Roberta and Margaret Shea. Disaster planning and 

recovery for archival materials in Rhode Island. ERIC 
ED252237. Providence: Brown University and Rhode Island 
Department of State Library Services, 1984. 34 pp. 

190. Schnare, Robert E. and Marilyn D. Curtis. Fire aftermath 

and the recovery process. Conservation Administration 
News 35(October 1988): 1-2, 22. 

191. Sharry, John, Charles Culver, Robert Crist and Jeffrey 

Hillelson. Military Personnel Records Center fire, 
Overland, MO. (Part I). Fire Journal 68, no. 3 (1974 
May): 5-9. 

192. Shelton, John. Seismic safety standards for library 

shelving: manual of recommended practice. Sacramento, CA: 
California State Library and the Office of the State 
Architect, [1990] . 

193. Shores, C. The Center for Research Libraries: Preservation 

planning program study report. ERIC ED275339. Washington: 
Association of Research Libraries, 1986. 47 pp. 

194. Slow fires: on the preservation of the human record. 

Santa Monica, CA: American Film Foundation in association 
with CLR and LC , 1987. Videotape. 

195. Solley, Thomas T., Joan Williams and Linda Baden. Planning 

for emergencies: a guide for museums. Washington: 
American Association of Museums, 1987. 

196. Spawn, Willman. Disasters: can we plan for them? If not, 

how ecan we proceed? In A manual of archival 
techniques, 243-251. Harrisburg: Pennsylvania Historical 
k Museum Commission, 1979. 

197. St. Louis Record Center fire. American Archivist 36, 

no. 4(1973 October): 573-574. 

198. Standard for the protection of records. NFPA 232. 

Quincy, MA: National Fire Protection Association, 1980. 

199. Stender, Walter C. and Evans Walker. The National 

Personnel Records Center fire: a study in disaster. 
American Archivist 37, no. 4(1974 October): 521-549. 

200. Stoffels, B. The pros and cons of Halon 1301 (fire 

suppression agent). Telephone Engineer and Manageaent 

92, no.l9(0ctober 1, 1988): 39, 44. 



ERIC 



201. Stone, Jariet L. Evaluation of post-flood handling and 

vacuum freeze-drying treatment of archival material: 
Frederick Law Olmstead National Historical Site. The 
Book and Paper Group Annual 5(1986): 167-173. 

202. Strassburg, Richard. Conservation, safety, security, and 

disaster considerations in designing new or renovated 
library facilities at Cornell University Libraries. 
Ithaca: Cornell University, Olin Library, 1984. 

203. Survey report of nitrate film facilities operated by the 

National Archives, General Services Administration. In 
National Archives and Records Service film-vault fire at 
Suitland, Md. : hearings before Government Information and 
Individual Rights subcommittee Congress. House. 
Committee on Government Operations, Appendix 313-381. 96t 
Cong., 1st sess., 1979. Hearings, June 19 and 21, 1979. 
Washington, DC: GPO, 1979. (OSHA report of June 14-15, 
1979) . 

204. Swayne, Leo H. Fire protection at the National Archives 

building. Fire Journal 69, no. 1(1975 January). 

205. Tentative recommended practice for the protection of 

library collections from fire. Quincy, MA: National Fire 
Protection Association, 1986. 

206. Thomas, D. L. Study on control of security and storage of 

holdings. RAMP study PGI-86\WS\23 . Paris: Unesco, 1987. 
47 pp. 

207. Tierney, Kethleen J. The social distribution of risks: 

earthquakes and disabled persons. Natural Hazards 
Observer 13, no.2(0ctober 1988): 1-2. 

208. Tiszkus, Alphonse T. and E. G. Dressier. Fire protection 

planning for cultural instituticns : blending risk 
management, loss prevention and ivhysicel safeguards. 
Technology and Conservation 5, nci.2(Summcr 1980): 18- 
23. 

209. Toigo, Jon William. Bosch overcomes Hcirrtcane Hugo: 

beating the odds in the midst of disaster. Contingency 
Journal 1, no . 1 ( November 1989): 32-35. 

210. Toigo, Jon William. Disaster recovery planning: a 

practical guide for information managers. Englewood 
Cliff, NJ: Prentice - Hall, 1989. 

211. Tregarthen-Jenkin, I. Disaster planning and preparedness: 

an outline disaster control plan. Information guide 5. 
London: British Library, 1987. 

212. Ungarelli, Donald L. Are our libraries safe from losses? 

Library k Archival Security 9, no. 1(1989): 45-48. 



erJc 



10 



213. Upton, S. and C. Pearson. Disaster planning and 

emergency treatments in museumsi art galleriesi libraries 
archives, and allied institutions* Canberra: Institute 
for the Conservation of Cultural Material, 1978. 

214* Van Buskirk, James E. Disaster in San Francisco. AAL 

Newsletter (Association of Architectural Librarians) 9, 
no. 1( January 1990): 3-5, 

215. Vossler, Janet L. The hunan element of disaster 

recovery. Records Management Quarterly 21, 
no.K January 1987): 10-12. 

216. Walker, Evans, Harold E. Nelson and Walter Stender. 

Military Personnel Records Center fire, Overland, MO. 
(Part II). Fire Journal 68, no.4(1974 July): 65-70. 

217. Walsh, Betty. Salvage of water-damaged archival 

collections. ACA Bulletin (Association of Canadian 
Archivists) 12, no.4(March 1988): 17-18. 

218. Walsh, Betty. Salvage operations for water damaged 

collections. Conservazione 1, no. 6 (June 1989): 315- 
325. 

219. Waters, Peter. Procedures for salvage of water-damaged 

library materials. Washington: Library of Congress, 1979. 
30 pp. (ALIC collection also has the first edition 
published in 1975) . 

220. Weber, Hartmut. How to survive a war. Inform 4, 

no. 6( June 1990): 44-47. 

221. Weldon, Stephen W. Fire protection systems and fire 

prevention techniques. In Museum Archives and Library 
Security, 177-232^ Boston: Butterworths, 1983. 

222. What a disaster plan can do for you. NAGARA 

Clearinghouse 6, no.2(Spring 1990): 6-7. 

223. Whitehead, Janet C. and DiAnn Conyers. Survival in a 

computer environment • the synergistic approach. 
Records Management Quarterly 22, no. 1 (January 1988): 8- 
14. 

224. Whittow, John. Disasters: the anatomy of environmental 

hazards. London: Allen Lane, 1980. 

225. Wilson, J. Andrew. Fire fighters. Museum News 68, 

no.6( November-December 1989): 68-71. 

226. Yaremko, James F. Make a plan for PC disaster recovery. 

Office 107(March 1988); 54-55, 96. 



ERJC 2, 



227. Yetter, David L. Hazard analysis techniques for business 

and industry. Contingency Journal li no. 2 (April- June 
1990): 6-10, 61. 

228. Young, Glenn and Andrew Clark. Disaster prevention and 

recovery: proposal for control threatens Halon output* 
Co«puterworld 22, no. 28 (July 1988): 11. 



ERIC 



21 



AUTHOR-SPONSOR INDEX TO 
DISASTER PLANNING BIBLIOGRAPHY 



ERIC 



Adeloye, Saitu 34 
Akemaniu Swidrm P., 1 
Ambltr, G«>i«e H., 2 
AmericwiAiMdatioAofMuMimu, 196 
Amerioui Film roundation. 194 
Amcrioui Utewy Awdatioiu 149 
Amerioui PUnninf AMoaation. 
116 

Aivdenon. Gwtchen E., 36 

JSSrSSion - IU<»nl. 

^^dministnton). 32, lOa 
AnodaUd Audio Ardtifw Corarji^^ 6 
Wation fbt H««r*d Sound Co"^"* « 

A«,cUdof^&^,. Om« of 

UaniiMnwit Studies 61,62 
Atomic EnSr^Iiuni^ CltU BlfecU Tert Grmip. 

S4 

AuMtt. ShAWiv 6 
Axdrod, a Wamiv T 
BadtiuLindt, 196 
Batr. Norbcrt, 8 
Bftktr, MctaH C. 9 
Balon, Brttt J.. 10.11 
Banks* EUtfbtth S.. 12 
Barton. John P.* IS 

BAUtadu Gail U Blount. 14 ^ r% 

Sar iSi »>I|J^ EartMtt*kt PwpawdnaM Project, 
179 

Baatlv. Timothy. 16 
Badford. DtniM a. 160 
Ba«n,IU.. 16 
Barkt. Philip. 17 
Blade, Douglaa, 18 
BohMiwBildit 19,20.21 
Bolt, Bniot A.. 22 
Bookmam Hinr^. 23 
Boatroa, IMvii 24 
Bra^. EQaan E.. 26 

Britith Ubciir, 116,211 

National PwitnratkiiOffifia, 112 

Bnoks. Connia. 26.27 
Browtr, DAiid 16 
Brown Uniftnitsr, IW 
Bnmn, HyKinOw 21 
BttdMnan, Sal^t 29,30 
Bu|Ui,P«V, 31 
Bulpwics. fluian U» 32 

BtttcharYott Mdi o n i. Ji 
Btttkr, IMMlr^W^.^ 

Ardihw. 133 

lihniy AMMtetian. 16 
Cutart.H.W^ 41 

CODA. 13S 

Ch^maatPttrida. 43 
Chartnnd,lotetU^44 
Chmtedit Mtftin. 46 

ChkanOo, Pttar, 46 no 
CWka^Foaa, 47 ^ <^ 



i on 



Chrittopher. lomn. 48 

Clark, Andfvw. 228 

Clark, Stttit, 49 

Coi^mano PauL 60 

i^pmi 47l61.62.63.162.181.2C3 

Conytra. DiAnn, 223 
Coiittt, Dtnnia F*. H 

ComdlUnifwltar, OlinUhraiy. 202 

Craapo. Carman, 67 
Criat, Bobart, 191 
Guitar. Charlaa, 191 
Cunningham, 68 
CttrKia,llarilynD*, 190 

Damant,G*, 60 
Darling Pamala, 61,62 
Dafia, ShaiTl, 38 
DtportmntoTEnargr, lU 
Dapaw,JohnN. 6M6 
DaWhitt, Ba^iamin U 66.67 
Diamond, Patar Fm 68 
PiManno, P*J., 41 
Oiion,l>A», 77 
Donaldion, Ridml C. 78 
Dnaal&,K*G., 208 
Drawaa, Jaanna, 79 
Dunn, Joy* 80 
EariMnan,JJL, 82 
SSTSirlaa ttV..M 

EinavM^Pl»»^ ^^"^ 
SnriMTClalra. 83 
Si^inAmonlalProtadknAfancT. 186 
Bulanburit Julia Miakfuhr, 87 

nink,J^tfnaa, 92 
Flooil-Kafin, 93 
Fluman, Albart H.. 94 
FomdlCW., 41 
Fo(taaii4onaa,JuJith, 96,96 
Gardnar, a WflOM> IWl 
Qoaktm. PottlatU E., 97 

SSSSSSi^^^ ^^^^^ 9^ 

176 

Gyp, S uaan 0,90 

cSlHwtir Dafid B., 16 
GooMn,TAt 100 
Griffith, J.W^ 102 
Gttlda,JohnF^ 26 
Haraor, Bruaa, 104 
Halkr, Barter 106 
BanikteiXliMEtl^ 

HaiMigUPialt 10^ 
imii^ini 191 
HmrtHmrik, 91 

Httntir,Jtfmljt 109 

S&S^ Cmittaa in 11^ 

S!iIAra7Aaaocfatkm,2^ 

Mam^AXnir. 117 

Jordan. Gont* 11»,,^ 
joiBiL naflMa B^ 119 
Xadar,Jblui,120 
XMMek,Giif0tTB.121 
KiltaiDnvU, 122 



ERIC 



XMiiat City Arm Archivitu PubUutions Committee, 
Kui Gretdien, 123 

KMnP'Tolgr, 124.125; SEE ALSO Munv. Toby 
Ufoni Gilbert, 134 
Leowd. J.T., 41 
LeMer, Brian, 106 

Ubrmry of Congrett, 194; Pretenrmtton Oma, 219 
Unton,J^, 129^ 
LofUuXerin, 129-130 

Loma Undft UniTenity. Diauter Prerention Committee. 
7f 

Lowiy. Miynard, 131 

LueWng; Saiutm Hufreavet, iM 

Lui, N.. 126 

Ma, v., 126 

MARAC, 40 

Marcoux. YvM, 133 

liaitiiu Lany E.G.» 134 

MeCkaiy, J«}hA li. 136 

MoCn^. EUtn, 136 

Udntyn, J.E.. 3. 137 

Mtnlnit,&, 139 

Metro, New Yoric MetropoUtan Mmnm and Reeearch 

LilffifyAgmy, 184 
lU-Atkntk^^AixM 46 
MUkr, Boward W., 140 
MUlar, Bnioi, 141,142 
MUtor, XandaU C, 143 
MInnaeota Hiatorioal Sode^. 114 
Moon, l^rra Jo, 144 
MoHdd. Anna, 169 
Morin,JJt, 146 
Mdcv^Nan^, 146 
Morris, J., 147 
Morria,John, 141-150 
Mo^ylewtku Km, 151 
Mur^, WUtkm T., 152 

Munv Tfky, 30, 153-159 SEE ALSO Kemp, Toby 
Muaoum Counctt of Philadalphia and the D&wan 

ValWy, 5 
Mrem. JaflMO N., 160 
KAQABA, 117, 222 
Nealund,ChaQdT.,99 
National Aichim» 91 
National Aaaodatkn of Countieot 117 
.National Aaaodation of Gomnmant AithivM and 

National Bunau of Stante^ 4 

National Fto Protacdon Aaaodatifln, 3U3S, 176, 196, 
206 

National Uhranr of Seotlaud, a 

National TochnkillnfiBmationavvica, 69 
Nafnl f march Uha» 41 
NealDafidK^m 

Nibnaha State BlilKted Sode^, 96 
Nelaoiu Baraldl^ IMk 216^ 
S*^ !> ■ w iiaig i Aiflwy CoMnm 166 
New YoritStala UbMK CeMeraSn and 
PytiiCfiBi nM ai Oflk^ 74 
22 UiK 71 

Nolan, ClMtlea &« SI 

Northeaet non a w e nt renoei iiibai Cent«, 73 
O'Men.PldllpIC, 181 
aCoMor, PMick 168 

Parikv, AX, 167 
Peamn.CS18 
Pinoetr OiiQi 168 
P«nn,ImA^ 169 
Pennli;QalL 169 

PvuMiy^Nanla RIetntel 4 Mueeum Comiiikaion, 196 

PeterlowL, 170 

Petiiofbri^GHr, 68 

PiSial^MldK:.^ 164 

Prio«, Bennett J., 172 

Prijo, Bobin, 173 



Reithennan, Robert, 180 
RoMarch Ubranr Group, 186 
Rhoade, Jamee B., 183 

D«partment of Suu Ubmy Senaoet, 

Rhodee, Baibara J., 184 
RueeellAnn, 187 
Sautter, Roberta, 189 
Schnare, Robert E., 190 
Soott, Catherine a, 97 
Shany,John, 191 
Shea,Matiam, 189 
Shelton, John, 192 
Shoraa,C, 193 
Siena, Jane Slata, 8 
Siokalo, Zoriana, 6 
Smith, Xalrin, 169 

Smithaonkm InMitutlon Librariea, Mueeum Reftrenoe 

Centar, 97 
Somy, aiiomaa 196 
Spawn, WiUman, 196 
Special Ubfiiea Aaeocktioii, 76 
StarehriUa. UD., 41 
Stender, Walter, 199, 216 
StoflUa,!^ 200 
Stone, Janet U, 201 
Stcaeebun^ Ridiard, 202 
Sw^yna,LooE, 204 
SsttOi, Loretto Dannie, 188 
niomaa, DJL, 206 
Tienuor, Kathleen J., 207 
nailnia, Alphonee T., 208 
To^ CK, 126 

Toiio, Jon WRliam, 209,210 

Toronto Area Arthiriati Group Education -Foundation, 

131166^174 
TWiuthen^enkln, t, 211 
Uhler, Sharron, 24 
Underwrtten Laborvtotieo, Inc., 182 
Uneaoo^ 48,136,206 
UniweUt.. Donald L., 212 

UiUtodNatioaaDiaaeterReUerOtfUiiiation, 69 
Unimtl^orCalifimia,20 

Unifetrttr orntooie Graduate School of Ubcaiy and 

Intematlon Sdenee, 64 
Unifoni^ of New South Walee School of Uhnrianehip, 

Upton, lU, 213 
Van Buikiric Jamae E., 214 
ViAea, Vkmto, 57 
Voaaler, Janet L, 216 
WalkNT, BvoM, 196,216 
Waleh,Bet^, 217,218 
Watan, Peter, 219 
Weber, Haitntd, 220 
Webaler, DiHM, 62 
Welden, Stephen W^ 221 
WeOheieer, JohnnM 13 
WhUehaaiJ(iMtC223 
Whittow,Jelin,224 
WQUame^ Joan, 196 
WUeen. J. Andrew, 226 
WOeen, Manor, 174 
YarHnki^JbMaaF^226 
Yetttr, David L, 227 
Yotti« Glenn, 228 



23 



